CMOORE 


USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Servic 

INSPECTION REPORT; 


JUL 1 5206 

2554 custjd 
199662 inspjd 
6704 site id 


NIABI ZOO 

13010 NIABI ZOO RD. 
COAL VALLEY, IL 61240 


Customer ID: 2554 
Certificate: 33-C-0042 

Site: 001 

NIABI ZOO 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-01-2005 


No noncornpliant items were identified during this inspection. 

Note; Two Asian female elephants, Babe and Sophie, were present at the facility during the time of inspection. 
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